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Problem 

When selecting invoices, an une}<pected error oode 61 in line 
1620 can occur. 


Solution 

The problem is corrected by following the st^s listed below. 

1. Backup the diskette(s) and make the changes on the Backup) oc^y of the 
program. 

2. In BASIC load the program by typing IDAD"APS/BAS''. 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line: 1615 IFP(N,AM)<0'IHENN=I«-1:QOTO1610 
New Line: 1615 IFP(N,AM)<1 'IHENN=Nfl:GOTOl610 

Old Line: 3415 J=P(N,AM) :IFJ<0'IHEN3410EE£BGBr2,J:GOSUB9060:QOSUB9200: 
QOTO1800 

New Line: 3415 J=P(N,AM) :IFJ<1'IHEN3410ELSBGET2,J:GOSUB9060:QOSUB9200: 
GOTO1800 


4. Type SAVE"APS/BAS" to save the changes in the program. 

5. At U^DOS Ready, make a backi?) copy of the corrected diskette. 




















